108    DOCKETED ITEMS

9005040023 Advises that util 900129 response to Generic Ltr 89-13, "Svc Water Sys
Problems Affecting Safety-Related Equipment," acceptable.NRC understands that re-
maining recommended action will be performed in conjunction w/current program.
MCDONALD.D.G. Project Directorate 1-1. 90/04/27. CREEL.G.C. Baltimore Gas &
Electric Co. 3pp. 53736:354-53736:356.

9005040276 Forwards Amends 142 & 125 to Licenses DPR-53 & DPR-69, respectively
& safety evaluation.Amends provide surveillance requirements for lab & in-place test-
ing of charcoal adsorbers & high efficiency particulate adsorber filters.
MCDONALD.D.G. Project Directorate M. 90/04/27. CREEL.G.C. Baltimore Gas &
Electric Co. 3pp. 53737:193-53737:245.

-9005040278 Amends 142 & 125 to Licenses DPR-53 & DPR-69,respectively, providing
surveillance requirements for lab & in-place testing of charcoal adsorbers & high effi-
ciency particulate adsorber filters included in containment iodine removal sys.
CAPRA.RA Project Directorate 1-1. 90/04/27. 47pp. 53737:196-53737:242.

-9005040280 Safety evaluation supporting Amends 142 & 125 to Licenses DPR-53 &
DPR-69,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/27. 3pp.
53737:243-53737:245.

9005030182 Forwards Rev 2 to "Calvert Cliffs Performance Improvement Plan Imple-
mentation Program." Accountability improvements, engineering planning & sys circles
action plans completed. New sections to rev listed.

RUSSELL.LB. Baltimore Gas & Electric Co. 90/04/30. Document Control Branch
(Document Control Desk). 3pp. 53710:256-53711:050.

-9005030183 Rev 2 to "Calvert Cliffs Performance Improvement Plan Implementation
Program."

*  Baltimore Gas & Electric Co. 90/04/30. 152pp, 53710:259-53711:050.

9005040104 Application for amends to Licenses DPR-53 & DPR-69,to allow movement
of spent fuel shipping cask into spent fuel pool.

CREEL.G.C. Baltimore Gas & Electric Co. 90/04/30. Document Control Branch (Doc-
ument Control Desk). 6pp. 53739:308-53739:317.

-9005040107 Proposed Tech Specs re refueling operations.

*  Baltimore Gas & Electric Co. 90/04/30. 4pp. 53739:314-53739:317.

9005070080 Application for amends to Licenses DPR-53 & DPR-69,revising Tech Spec
3/4 4.10 re structural integrity of ASME Code Class 1,2 & 3 components & insp of
reactor coolant pump flywheel.

CREEL.G.C. Baltimore Gas & Electric Co. 90/05/02. Document Control Branch (Doc-
ument Control Desk). 4pp. 53746:200-53746:207.

-9005070081 Proposed Tech Specs re RCS.

*  Baltimore Gas & Electric Co. 90/05/02. 4pp. 53746:204-53746:207.

9005090212 Advises that 890711 response to Generic Ltr 89-06 on SPDS meets
NUREG-0737,Suppl 1 requirements.

MCDONALD.D.G. Project Directorate 1-1. 90/05/02. CREEL.G.C. Baltimore Gas &
Electric Co. 2pp. 53774:222-53774:223.

9005230254 Forwards agenda for NRC Region I Radiation Protection Managers Confer-
ence   on   900523-24   in   King   of   Prussia.PA.   Agenda   items   include.exposure
controis.radiological consequences of unexpected crud bursts & prenatal exposure.
KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. CREEL.G.C. Baltimore Gas &
Electric Co. 6pp. 53907:165-53907:170.

9005140256 Responds to request for addl info concerning Tech Spec amend re emer-
gency diesel generators.Preventive maint procedures prepared on 900411 & final ap-
proval will be completed after issuance of amend.

CREEL.G.C. Baltimore Gas & Electric Co. 90/05/04. Document Control Branch (Doc-
ument Control Desk). 3pp. 53816:356-53816:358.

9005150160 Requests regional temporary waiver of compliance to provide relief from
provision of limiting condition for operation of Tech Spec 3.4.10,1, "Structural Integrity
of ASME Code Class 1,2 & 3 Sys."

DETTER.G.L Baltimore Gas & Electric Co. 90/05/05. Document Control Branch
(Document Control Desk). 4pp. 53826:323-53826:326.

9005160371 Forwards safety evaluation concluding that repair or replacement of por-
tions of piping w/main steam line flaw not required.Confirms util commitment to subj
piping w/flaws to NDE at each refueling outage.

MCDONALD.D.G. Project Directorate 1-1. 90/05/08. CREEL.G.C. Baltimore Gas &
Electric Co. 4pp. 53851:283-53851:289.

-9005160372 SER concluding that repair/replacement of piping w/flaws in main steam
line unnecessary.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/08. 3pp.
53851:287-53851:289.

9005170047 Forwards corrected Amends 99 & 81  to  Licenses  DPR-53 & DPR-
69,respectively,correcting measurement range in Table 3.3-6 & current values for con-
tainment RCS leakage detection gaseous activity monitor & particulate activity.
MCDONALD.D.G. Project Directorate 1-1. 90/05/08, CREEL.G.C. Baltimore Gas &
Electric Co. 3pp. 53857:114-53857:120.

-9005170056 Corrected Amends 99 & 81 to Licenses DPR-53 & DPR-69, respectively
re limiting condition for operation & surveillance requirements for radiation monitoring
instrumentation.

*  NRC - No Detailed Affiliation Given. 90/05/08. 4pp, 53857:117-53857:120.

9005210073 Responds to 900505 request for regional temporary waiver of compliance
re structurally degraded train of saltwater sys use.Temporary waiver of 6 h relaxation
of requirements of Tech Spec 3.4.10.1.c granted.

KANE.W.F. Region 1, Ofc of the Director. 90/05/09. CREEL.G.C. Baltimore Gas &
Electric Co. 3pp. 53873:058-53873:064.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Proects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005170142 Application for amend to License DPR-53,replacing existing 0-10 EFPY &
10-40 EFPY heatup & cooldown curves w/0-12 EFPY heatup & cooldown curves.per
Rev 2 to Reg Guide 1.99.

CREEL.G.C. Baltimore Gas & Electric Co. 90/05/14. Document Control Branch (Doc-
ument Control Desk). 17pp. 53858:264-53859:016.

-9005170149 Proposed Tech Specs re heatup/cooldown curves for RCS pressure/
temp limits.

*  Baltimore Gas & Electric Co. 90/05/14. 51pp. 53858:281-53858:333.

-9005170153 "Final Rept on Reactor Vessel Pressure-Temp Limits for Calvert Cliffs
Unit 1 for 12 EFPYs."

* Combustion Engineering, Inc. 90/05/31. 43pp. 53858:334-53859:016.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005230072 Provides addl info re 16 EFPY low temp overpressure protection Tech
Spec   amend   request   in   response   to   Generic   Ltr   88-11,per   NRC   900417
request.Limiting nil-ductility ref temp for flange area of reactor vessels listed.
CREEL.G.C. Baltimore Gas & Electric Co. 90/05/17. Document Control Branch (Doc-
ument Control Desk). 3pp. 53907:108-53907:110.

Q. Inspection reports, IE Bulletins & correspondence

9004240028  Forwards Maint Team  Insp  Repts  50-317/90-80  & 50-318/90-80 on
900205-0302 & notice of violation.Submittal of actions to be taken to enhance maint
activities in areas where weaknesses identified requested within 60 days of Itr.
HODGES.M.W. Region 1, Ofc of the Director. 90/04/04. CREEL.G.C. Baltimore Gas &
Electric Co. 2pp. 53592:054-53592:126.

-9004240030 Notice of violation from insp on 900205-0302.Violation noted:on
90021 S.Surveillance Test Procedure STP M-538-1 for RCS subcooled margin monitor
did not include testing of alarm portion of channel.

*  Region 1, Ofc of the Director. 90/04/04.1p. 53592:056-53592:056.

--9004240033 Insp Repts 50-317/90-80 & 50-318/90-80 on 900205-0302. Violations
noted.Major areas inspected:review of maint program & observations of maint work in
progress.
DURR.J.P. Region 1, Ofc of the Director. 90/04/02. 70pp. 53592:057-53592:126.

9004250269 Forwards Insp Repts 50-317/90-05 & 50-318/90-05 on 900211-0324.NO
violations noted.Ack receipt of 900309 response to violation re safety-related cable
separation.

LINVILLE.J.C. Region 1, Ofc of the Director. 90/04/18. CREEL.G.C. Baltimore Gas &
Electric Co. 2pp. 53603:097-53603:154.

-9004250271 Insp Repts 50-317/90-05 & 50-318/90-05 on 900211-0324-No violations
noted.Major areas inspected:plant operations, radiological protection,surveillance &
maint,safety assessment & quality verification & restart issues.
COWGILL.CJ. Region 1, Ofc of the Director. 90/04/17. 56pp. 53603:099-53603:154.

9005070135 Submits initial response to SALP rept dtd 900404.Licensee devoted sub-
stantial senior mgt attention & resources to improving facility performance & commit-
ted to continue efforts to attain high stds of safety & quality.

CREEL.G.C. Baltimore Gas & Electric Co. 90/04/19. MARTIN.T.T. Region 1, Ofc of
the Director. 4pp. 53745:059-53745:061.

9004260265 Ack receipt of 900410 Itr & payment of civil penalty in amount of $100,000
proposed by NRC 900306 Itr.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/04/23. Baltimore Gas & Elec-
tric Co. 1p. 53615:329-53615:329.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005040052 Forwards description of improvements in mgt of plant regulatory
commitments.per 900125 Itr & combined NRC Insp Repts 50-317/90-81 & 50-31 a/90-
81 .W/o enclrepts.

CREEL.G.C. Baltimore Gas & Electric Co. 90/04/30. Document Control Branch (Doc-
ument Control Desk). 12pp. 53739:159-53739:170.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.epts 50-313/86-23 & 50-368/86-24 re environ qualification of electrical equipment
